February 23, 1970 


Mr. Gary Richard Schoener 
Box 392 Mayo Hospital 

Minneapolis, Minnesota 55455 Certified- 818280 


Dear Dick: 

Herein are two prints eash of the two negatives of Mr. Betzner. 

He and I watched our photographer, Mr. Jim Morey, make these 
in our dark room. Mr. Morey said the negatives were overexposed 
and he made several prints before deciding these were the best 
exposure under the circumstances. Mr. Morey did not think any 
further magnification would be justifiable. His bill for this is 
enclosed. 

I am sending one print each to Harold with Mr. Morey’s separate 
bill to him. Do hope that these will be of some value. 

I showed the Betzner-FBI affidavit in Harold's book Photographic 
Whitewash to Mr. Betzner. He caught several errors in it. 


Sincerely, 


cc: Harold (Cert 818281) 
Mr. Morey 


John Nichols 



